Charlotte Hungerford 




Hospital 

Connect to healthier.'" 


September 21, 2018 

Susan H. Newton, RN, BS 
Supervising Nurse Consultant 
Department of Public Health 
Facility Licensing Investigation Section 
410 Capitol Avenue, MS #12 FLIS 
P.O. Box 340308 
Hartford, CT 06134-0308 

Dear. Ms. Newton: 

Enclosed please find the Charlotte Hungerford Hospital's response to the letter of violation 
dated September 10, 2018. 

Should you have any questions or require additional information, I can be reached at 860-496- 
6611 or at pscalise(a)hhchealth.org . Kate Betancourt, Director of Quality, can be reached at 
860-496-6347 or at kbetancourt(5>hchhealth.org . 
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Charlotte Hungerford Hospital 
Plan of Correction for 
Violation Letter Dated September 10, 2018 
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